008796400008. 3 20X1 


Gd Aa A SUE 


A Puel depot 


1 ‘Brick wall, 7 feet high __ 
2 Watchtowers, each 16 feet high 
-oeceupled by guards with pachine 
3 Barbed-wire fence ths 
4 ‘Transformer house 
5 -Stand pipes and loading 
5a Storeroom for empties |: 
6 ‘Semi-underground punkeys ws 
ifuel eontainers — | 
2 “Above ground fual ‘containa: 
8. Clarifying installation 
9 Iwo motor pumps 
10 ‘Offices 
dil Garages and workshops. 
‘12 Barracks building =. 
ve Herne preoeyl 'y : oe 
14 Administration uiding 
“laboratory, where Polish: of fi 
as + and Ea are. = ad St 
OL LD. Conerete site. 
(16 Gates = 
eo ae va Classification track tor tank ‘cars 


+ 


CCT Cor ery 


er _ XY | 
c <2 7 2 We 3 
| | Loe, ee we ‘ 


100 4, : 
| 1 f Ostroroga 
g2 4 Street 


Yt Yi, | 


L300 Ff: 


25X1 


